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Enclosed is the information you requested. Included are copies of the following: 


1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample # 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/MS analytical data for sample # 

If you have any questions about these materials, please call me at the number below. 



Chemist II 


Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 
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DEPART ME 

DRUG RECEIPT 

PAGE# 

District/Unit 

DESTRUCTION # 

Name & Rank of Arrestina Officer ^ 

jp fp ivv- vJ 


DEFENDANT’S NAME 

ADDRESS 


DESCRIPTION OF ITEMS SUBMITTED 


(L/?AcK. OQV-trdS. 


GROSS 

QUANTITY 

l p Is 


"Z c-S rn^j 
j3cJ> r\4 


_ UtU- 

LAB USE ONLY 


GROSS 

WEIGHT 




ANALYSIS 

NUMBER 


V7il 


To be completed by ECU personnel only 

Name and Rank of Submitting Of| icer _ __^ 

/ 

Received by __ ___ __ 

8PD Form 0038-BSS-0907 (prev. 1753) 




Date_ 

ECU Control # 


£-■7“- :_p~ 3! 
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city: Boston D.C.U. Police Dept. 
Officer: P.O, SYBIL WHiTE 
Def: |HHB| 
Amount: 

No. Cont: 1 Cont: pb 

Date Rac’d: 01/25/2012 
Gross Wt.: 2.06 


Date Analyzed: 




(jrO . 4 

PrelmrQ}(j 


Findings: 


Subst: SUB 

No. Analyzed: 

Net Weight: (j- ( I, C{ 




Z> C6 o 


Corbett email PRR 014943 



SAMPLE U 


No. of samples tested: 


PHYSICAL DESCRIPTION: 

o(dddd d 


PRELIMINARY TESTS 
Spot Tests 


Cobalt J \ j- | | 

Thiocyanate ft-p 4 y /' 



Marquis 

Froehde's 

Mecke's 


PRELIMINARY TEST RESULTS 
RESULTS 



DATE 






OTHER TESTS 


GC/MS CONFIRMATORY TEST 
RESULTS 
MS 

OPERATOR 
DATE 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\data\SYSTEM6\02_15_12\817268.D 

DJR 

16 Feb 2012 12:01 

BLANK 


DRUGS.M 
RTE 



V> 


Abundance TIC: 817268.D\data.nis 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


817268,D Mon Apr 09 10:44:47 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\msdchem\l\data\SYSTEM6\02_15_12\817269.D 

DJR 

16 Feb 2012 12:17 

COCAINE STD 

69 

DRUGS . M 
RTE 


Abundance 

1000000 

800000 

600000 

400000 

200000 

0 | 1 1 * ' | ' 
T!me--> 2,00 3.00 


4.7 


87 


4.00 5.00 


TIC: 817269.D\data.ms 


1 I ' 1 1 ' I 1 1 1 1 I 1 1 '' ''"I ' ■f -r T -T-r i > | i i > i [ i i < i | 

6.00 7.00 8.00 9.00 10.00 11.00 12 .00 


Ret. Time 

Area 

Area % 

Ratio % 

4.787 

1074074 

100.00 

100.00 


817269.D Mon Apr 09 10:44:50 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\msdchem\l\data\SYSTEM6\02 

15 12\817269.D 

Operator 

DJR 


Date Acquired 

16 Feb 2012 12:17 


Sample Name 
Submitted by 

COCAINE STD 


Vial Number 

69 


Acqui si t. ionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMWJTOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


l 4.79 C:\Database\SLl.L 
COCAINE 


000050-36-2 99 


Abundance Average of 4.746 to 4.922 min.: 817269.D\data.ms (-) 



Abundance 


80 


60 
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20 


ml z~> 


42 


40 


82 


,55 68 

iiiii ,iL 


94 


105 


122 


#29: COCAINE 
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300 


817269 .D 


Mon Apr 09 10:44:50 2012 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\data\SYSTEM6\02_15_12\817275.D 

DJR 

16 Feb 2012 13:53 

BLANK 
KAC 
2 

DRUGS.M 
RTE 


Abundance TIC: 817276.D\data.ms 



qL ttth— | I I I < }. -r - F - T - r - f - T - r - 1 i j i i < < ; i — f-T-ryr i i t ].r~r ' ' | • * | T ■ ’ ' ! ' ' 1 

Time~> 2.00 3.00 4,00_5.00 6.00 7.00 _8,00 9.00 10.00 ItOO 12.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


817275.D 


Mon Apr 09 10:44:59 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\data\SYSTEM6\02_15_12\817276.D 

Operator : DJR 

Date Acquired : l^e^012 14:09 

Sample Name : 

Submitted by : KAC 
Vial Number : 76 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 817276.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

3.430 

113257 

5.38 

5.69 

4.787 

1990070 

94.62 

100.00 


817276.D Hon Apr 09 10:45:03 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\data\SYSTEM6\02_15_12\817276.D 

Operator : DJR 

Date Acquired : 16 Feb 2012 14:09 

Sample Name : HHBHBHI 

Submitted by : KAC 

Vial Number : 76 

AcquisitionMeth; DRUGS.M 

Integrator ; RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

80 



C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 

80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

3.43 

C:\Database\NIST08.L 





Caffeine 

000058-08-2 

95 



Caffeine 

000058-08-2 

94 



Caffeine 

000058-08-2 

94 



Abundance #55116: Caffeine 



817276.D Mon Apr 09 10:45:03 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\data\SYSTEM6\02_15_12\817276.D 

Operator : DJR 

Date Acquired : 14 : 09 

Sample Name : BBB8BHB6K 

Submitted by : KAC 

Vial Number : 76 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


2 4.79 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.752 to 4.928 min.: 817276.D\data.ms (-) 



Abundance #29: COCAINE 



817276.D Mon Apr 09 10:45:04 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\msdchem\l\data\SYSTEM6\02_15_12\817278.D 
DJR 

16 Feb 2012 14:41 

BLANK 


DRUGS.M 
RTE 


Abundance 


TIC: 817278.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


817278.D 


Mon Apr 09 10:45:14 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMe th: 
Integrator : 


Data File: 

C:\msdchem\l\data\SYSTEM6\02_15_12\817279,D 
DJR 

16 Feb 2012 14:57 

COCAINE STD 

69 

DRUGS.M 
RTE 


4.787 


Abundance 
1000000 

800000 

600000 

400000 

200000 

0 J —r-;—i—i—i— t— i ~ 

Time-> 2.00 3.00 4.00 5.00 6.00 


TIC: 817279.D\data.ms 


7.00 


~r 


— t —r"u—i—i—i—r~ 


8.00 9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


4.787 


998930 100.00 100,00 


817279.D Mon Apr 09 10:45:17 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\msdchem\l\data\SYSTEM6\02 15 

12\817279.D 

Operator 

DJR 


Date Acquired 

16 Feb 2012 14:57 


Sample Name 

COCAINE STD 


Submitted by 



vial Number 

69 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 4.79 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 


Average of 4.746 to 4.916 min.: 8172?9.D\data.ms (-) 



Abundance . . .". . #29: COCAINE 



817279.D Mon Apr 09 10:45:17 2012 


Page 2 
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